72      DOCKETED ITEMS

9107230218 Application for amends to Licenses DPR-33.DPR-52 & DPR-68, revising
Tech Specs Section 3.6/4.6, "Pressure/Temp Limits," to mod wording consistent w/
guidance in Generic Ltr 88-11.

BURZYNSKI.M.J. Tennessee Valley Authority. 91/07/19. Document Control Branch
(Document Control Desk). 4pp. 58545:161-58545:184.

-9107230223 Proposed Tech Specs Section 3.6/4.6, "Pressure/Ternp Limits."
* Tennessee Valley Authority. 91/07/19. 20pp. 58545:165-58545:184.

9107310166 Notification of 910806 meeting w/util in Rockville,MD to discuss back-
ground for NRC review of facility special programs.

WILLIAMSJ.F. Project Directorate li-4 (formerly TVA Project Directorate) (Post
900603). 91/07/23. HEBDON.FJ. Project Directorate II-4 (formerly TVA Project Direc-
torate) (Post 900603). 4pp. 58621:136-58621:139.

Q. inspection reports, IE Bulletins & correspondence

9107080135 Forwards insp rept 50-259/91-16,50-260/91-16 & 50-296/91-16 on
910420-0517.No violations or deviations noted.

WILSON.BA Region 2 (Post 820201). 91/06/05. NAUMAN.DA Tennessee Valley
Authority. 3pp. 58386:117-58386:145.

-9107080141   Insp  repts  50-259/91-16,50-260/91-16 &  50-296/91-16  on  910420-
0517.No violations noted.Major areas inspected: surveillance obseryation.maintenance
observation.operational safety verification & environ equipment qualification.
PATTERSON.CA,    KELLOGG.P.    Region   2   (Post   820201).    91/06/05.    24pp.
58386:120-58386:145.

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matis." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & Noncompliance'." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored.Uncontrolled Release to Environ." Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293.

9107080175 Forwards insp rept 50-259/91-23,50-260/91-23 & 50-296/91-23 on
910605-12.No violations reported.

WILSON.B.A. Region 2 (Post 820201). 91/06/21. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 58386:100-58386:113.

-9107080179 Insp repts 50-259/91-23,50-260/91-23 & 50-296/91-23 on 910605-12.No
violations reported.Major areas inspected: selective exams of procedures & represent-
ative records, interviews w/personnel & observation of activities.
PATTERSON.CA, KELLOGG.P. Region 2 (Post 820201). 91/06/21, 8pp. 58386:104-
58386:113.

9107030084 Ack receipt of 910617 Itr informing NRC of steps taken to correct violations
noted in insp rept 50-259/91-08.50-260/ 91-08 & 50-296/91-08 on 910517.
WILSON.BA Region 2 (Post 820201). 91/06/25. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 58265:094-58265:096.

9106210168  NRC Info Notice 91-041. "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58416:188-58416:272.

9106210169 NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9107160194 Forwards insp repts 50-259/91-19,50-260/91-19 & 50-296/91-19 on
910430-0503.NO violations or deviations noted.

WILSON.BA Region 2 (Post 820201). 91/07/03. NAUMAN.D.A. Tennessee Valley
Authority. 4pp. 58419:205-58419:212.

-9107160200 Insp repts 50-259/91-19,50-260/91-19 & 50-296/91-19 on 910430-
0503.NO violations or deviations noted.Major areas inspected:review of medical exam
& physical fitness performance testing of security personnel.

MASNYK,O.M., MCGUIRE.D.R. Region 2 (Post 820201). 91/07/03. 4pp. 58419:209-
58419:212.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107120176 Responds to NRC 910611 Itr re violations noted in insp rept 50-259/91-
17,50-260/91-17 & 50-296/91-l7.Corrective actions: revised methodology for imple-
menting four separation clearances.

MEDFORD.M.Q. Tennessee Valley Authority. 91/07/10. Document Control Branch
(Document Control Desk). 6pp. 58405:355-58405:360.

9107160119  Forwards  insp  repts   50-259/91-21,50-260/91-21   &  50-296/91-21  on
910518-0614.Violations noted but not cited.No response required.
WILSON.BA Region 2 (Post 820201). 91/07/10. NAUMAN.D.A. Tennessee Valley
Authority. 3pp. 58418:208-58418:232.

-9107160125  Insp  repts   50-259/91-21,50-260/91-21   &   50-296/91-21   on  910518-
0614.Vioiations   noted   but   not   cited.Major   areas   inspected:plant   restartinitial
criticality.power ascension test program.sustained control room & plant observation.
PATTERSON.CA,    KELLOGG.P.    Region    2    (Post    820201).    91/07/09.   22pp.
58418:211-58418:232.

9107170244 Provides response to 910611 Itr re violation noted in Insp Repts 50-259/
91-18,50-260/91-18 & 50-296/91 -18.Corrective actions:unannounced quarterly visits
to all util collection facilities will be made for 1 yr from Itr date.
MEDFORD.M. Tennessee Valley Authority. 91/07/11. Document Control Branch (Doc-
ument Control Desk). 5pp. 58483:356-58483:360.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

R. Periodic operating reports & reiated correspondence

9107180304 Monthly operating repts for June 1991 for Browns Ferry Nuclear Plant
Units 1,2 &3.W/910715 Itr.

RATLIFF.SA, CARIER.P.P. Tennessee Valley Authority. 91/06/30. 13pp. 58499:148-
58499:160.

9107300052 "ADEM Discharge Monitoring Rept," for Jun 1991.
* Tennessee Valley Authority. 91/06/30, 11pp. 58592:348-58592:358.

S. Reportable occurrences, LERs & reiated correspondence

9107110081 Confirms meeting arrangements on 910712 to discuss apparent loss of
containment integrity that occurred at facility on 910605.

WILSON.B.A. Region 2 (Post 820201). 91/06/21. NAUMAN.DA Tennessee Valley
Authority. 2pp. 58411:068-58411:069.

9107020148 LER 91-003-01:on 910412,unplanned ESF occurred when EDG's unexpect-
edly auto-started.Caused by personnel error.Maint personnel will receive training on
proper installation of boots.W/910625 Itr.

WALLACE.J.E.,   ZERINGUE.OJ.    Tennessee   Valley   Authority.    91/06/25.   7pp.
58396:048-58396:054.

DOCKET 50-297 NORTH CAROLINA STATE UNIV. PULSTAR REACTOR

H. Genera! correspondence

9107310363 Submits listing of personnel changes identified in Figure 6.1-1 of Amend 8
to Tech Specs.G Miller resigned position as associate director on 910625.Univ antici-
pates hiring individual to fill position in Fourth Quarter 1991.

MAYO.C.W. North Carolina State Univ., Raleigh, NC. 91/06/27. Document Control
Branch (Document Control Desk). 2pp. 58622:286-58622:287.

Q. inspection reports, IE Bulletins & correspondence

9107180065 Forwards exam rept 50-297/OL-91-01 on 910603-04.
GALLO.R.M. Operator Licensing Branch. 91/07/08. POULTON.B.R. North Carolina
State Univ., Raleigh. NC. 2pp. 58456:241-58456:306.

-9107180068 Exam rept 50-297/OL-91-01 on 910603-04.Exam results:both applicants
passed exam.

SZYMANSKf.T.L,    ERESIAN.W.    Operator   Licensing    Branch.    91/07/08.    64pp.
58456:243-58456:306.

S. Reportable occurrences, LERs & related correspondence

9107100309 R0:on 910625,reactor operator logged that reactor key turned off & re-
moved from reactor control console while key still turned on.Operator suspended for
24 h & operating procedures will be changed re custody of reactor key.
BILYJ.S.J. North Carolina State Univ., Raleigh, NC. 91/06/27. MCALPINE.EJ. Region
2 (Post 820201). 2pp. 58398:059-58398:060.

V. Operator Examinations

9107180065 Forwards exam rept 50-297/OL-91 -01 on 910603-04.
GALLO.R.M. Operator Licensing Branch. 91/07/08. POULTON.B.R. North Carolina
State Univ., Raleigh, NC. 2pp. 58456:241-58456:306.

-9107180068 Exam rept 50-297/OL-91-01 on 910603-04.Exarn results:both applicants
passed exam.

S2YMANSKI.T.L,   ERESIAN.W.   Operator   Licensing    Branch.   91/07/08.   64pp.
58456:243-58456:306.

DOCKET 50-298 COOPER NUCLEAR STATION

F. Security, medical, emergency & fire protection plans

9107080097 Ack receipt of 910322 Itr transmitting Rev 26 to safeguards plan.Changes
consistent w/provisions of 10CFR50.54(p) & acceptable for inclusion into plan.
COLUNS.SJ. Region 4 (Post 820201). 91/07/01. HORN.G.R. Nebraska Public Power
District. 2pp. 58397:149-58397:151.ion & two weaknesses noted in
